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ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

085434 

R 291120" JAN 76 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 6952 
INFO AMCONSUL FRANKFURT 
AMEMBASSY ATHENS 


LIMITED OFFICIAL USE ISTANBUL 443 

DEPT FOR A/SY/T; ATHENS FOR OIC/TSO AND FRANKFURT FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : WALK-THRU METAL DETECTOR 

REF: STATE 021015 

1 . ISTANBUL'S WALK-THRU METAL DETECTOR STILL NOT FUNCTIONING 
PROPERLY. FIVE- VOLT POWER SUPPLY RECEIVED FROM FRANKFURT HAS 
SOLVED PART OF DETECTOR PROBLEM. ALL LIGHTS AND INDICATOR 
SWITCHES ARE NOW FUNCTIONING PROPERLY. NULL HAS BEEN READIUSTED 
ALONG WITH SENSITIVITY, HOWEVER, DETECTOR STILL DOES NOT SHOW THE 
PRESENCE OF METAL RELIABLY. 

2. CONSTRUCTION HAS BEGUN ON OUTSOJE BUILDING AREA TO HOUSE 
DETECTOR SYSTEM. CONTRACTOR ESTIMATES THAT PROIECT WILL BE COM- 
PLETED BY FEBRUARY 20. POST IS ANXIOUS TO GET DETECTOR WORKING 
CORRECTLY SO THAT ENTIRE OPERATION CAN BE PUT INTO EFFECT BY END 
OF FEBRUARY. 

3. TSO/ATHENS HAS REQUESTED SCHEMATICS AND MAINTENANCE INFORMATION 
ON THIS EQUIPMENT ALONG WITH RELIABLE CIRCUIT BOARDS FROM RTC/ 
FRANKFURT. IF A COMPLETE SET OF CIRCUIT BOARDS WERE AVAILABLE 

TO ISTANBUL ALONG WITH ABOVE REQUESTED MATERIAL PERHAPS TSO OR 
RSO MAY BE ABLE TO SOLVE PROBLEM. IN ANY CASE THIS PROJECT MUST 
BE COMPLETED BY THE END OF FEBRUARY AND SHOULD RECEIVE TOP 
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PRIORITY BECAUSE OF RECENT INCREASE IN STUDENT DISORDERS. 

4. FIVE-VOLT POWER SUPPLY CIRCUIT BOARD RECEIVED FROM FRANKFURT 
HAS BEEN INSTALLED IN DETECTOR AND FAULTY CIRCUIT BOARD HAS BEEN 
RETURNED TO A/SY/T VIA REGISTRY 2042259. 

MACE 
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